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This  Supplement  to  the  1965  Fiscal  Year  Capital  Budget  contains 
the  preliminary  plans  and  outline  specifications  for  major 
construction  projects  included  therein.  The  projects  listed 
below  are  to  be  constructed  in  general  conformance  with  exist- 
ing plans  and  are  not  included  herein. 


Dormitory-Apartment  Buildings,  Rosewood  State 
Hospital  and  Clifton  T.  Perkins  State 
Hospital 
Boys'  Forestry  Camp,  Green  Ridge  State  Forest 
Infirmary  Building,  Bowie  State  College 
Women's  Dormitory,  Frostburg  State  College 
Men's  Dormitory,  Salisbury  State  College 
and  Maryland  State  College 


The  purpose  of  the  Supplement  is  to  assist  in  visualizing  the 
projects  and  their  functions.  It  should  be  studied  with  the 
capital  budget  report.  This  document  is  designed  to  meet  the 
requirement  of  Chapter  121  of  the  Acts  of  1956  which  calls  for 
the  submittal  of  preliminary  plans  and  outline  specifications 
for  permanent  construction  projects  at  the  time  the  construc- 
tion funds  are  requested. 


.  The  estimated  building  costs  given  in  this  Supplement  include 
all  fees  involved. 
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BOARD  OF  PUBLIC  WORKS 

INCOME  TAX  DIVISION  BUILDING 
Annapolis 

PROJECT  DESCRIPTION 

Due  primarily  to  the  introduction  of  withholding  of  State  income 
taxes  and  steadily  increasing  population,  activities  of  the  income 
tax  division  have  expanded  rapidly.  Expansion  has  made  it  neces- 
sary to  separate  functions  requiring  working  adjacency  and  for  some 
functions  to  spill  over  into  the  old  Armory  building.  This  project 
will  provide  a  three-story  brick  colonial  building  with  basement 
and  attic.  It  will  have  approximately  100,000  gross  square  feet 
to  accommodate  expanded  activity  for  at  least  the  next  ten  -  twenty 
years  and  will  be  located  on  the  northwest  corner  of  Bladen  Street 
and  College  Avenue. 

PRELIMINARY  PLANS  AND  OUTLINE  SPECIFICATIONS 

Plans  are  shown  at  the  right.  Outline  specifications  are: 

Exterior  walls Brick  with  slag  block  back-up,  generally 

matching  Treasury  building.  Trim, 
matching  existing  State  complex 

Roof.  ....  Where  sloping,  slate  over  concrete,  or  gypsum 

and  steel  structural  system.  Flat  areas, 
20  year  built-up 

Windows  ...  Double  hung,  matching  existing  structures 

Floors Reinforced  concrete  generally  with  vinyl 

asbestos  finish  in  office  areas.  Special- 
ized sections  for  I.B.M.  sections  as 
required.  Toilet  rooms,  ceramic  tile. 
Public  corridors,  terrazzo 

Interior  partitions  .  .  Generally  slab  block  plastered  in  major  office 

areas  only.  Toilet  rooms,  ceramic  tile 
wainscot;  corridors,  structural  glazed 
wainscot 

Ceilings Combustible  acoustic  tile  in  office  areas; 

exposed  construction  in  storage  areas 

Mechanical Heating,  electric  and  plumbing  as  normal 

to  office  buildings,  including  air  condi- 
tioning. Special  requirements  and  work 
involved  in  the  existing  boiler  house  is 
included 

ESTIMATED  PROJECT  COST 

Construction $2,500,000 
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STATE  DEPARTMENT  OF  MENTAL  HYGIENE 

ADMINISTRATION  BUILDING 

Spring  Grove  State  Hospital 
Catonsville 

PROJECT  DESCRIPTION 

The  project  will  be  a  two-story,  stone-faced  building  with  stucco 
or  metal  panels.  It  will  be  8,1480  gross  square  feet  in  size.  All 
administrative  offices  and  facilities  which  are  now  scattered 
throughout  Spring  Grove  State  Hospital  buildings  will  be  moved  to 
this  building.  Space  for  hi   additional  patient  beds  will  become 
available  when  administrative  functions  are  concentrated  in  this 
new  building. 

PRELIMINARY  PLANS  AND  OUTLINE  SPECIFICATIONS 

Plans  are  shown  at  right.  Outline  specifications  are: 

Exterior  walls Stone  faced  in  part  to  harmonize  with  adjacent 

structures;  remainder  stucco  or  metal  panels 

Roof Flat  built-up,  20-year  roofing 

Windows  Metal  awning  and  casement  types 

Floors Steel  joists  with  thin  concrete  slabs,  finished 

in  office  sections  with  asphalt  tile.  Toilets, 
ceramic  tile 
Interior  Partitions  .....  In  general  office  area  -  stock  industrial  pre- 
fabricated. In  executive  sections,  toilet  areas 
and  on  second  floor  -  slag  block.  Interior  of 
exterior  walls  -  slag  block 

Ceilings Plastered  on  wire  lath 

Mechanical Baseboard  heating;  standard  electric  office 

fixtures;  plumbing  -  standard 

ESTIMATED  PROJECT  COST 

Construction  $202,000 

Site  improvements ii9,000 

Total $251,000 
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DEPARTMENT  OF  PUBLIC  WELFARE 

ALL-PURPOSE  FACILITY  FOR  JUNIOR  SCHOOL 
Maryland  Training  School  for  Boys 
Baltimore 

PROJECT  DESCRIPTION 

Both  the  junior  and  senior  schools  are  operating  at  full  capacity. 
Since  the  junior  school  has  no  facilities  for  activities  such  as 
physical  education,  recreation,  assemblies,  educational  films, 
group  lectures,  etc.,  facilities  at  the  senior  school  must  be 
shared.  The  junior  school  program  cannot  be  effectively  carried 
out  since  shared  facilities  can  be  made  available  only  for  limited 
times  and  mixing  of  age  groups  is  detrimental.  This  project  will 
provide  a  one -story  brick  building  connected  to  the  junior  school 
containing  all-purpose  gymnasium  space  that  can  be  used  for  the 
above  activities  and  office  spaces  for  the  junior  school  staff. 

PRELIMINARY  PLANS  AND  OUTLINE  SPECIFICATIONS 

Plans  are  shown  at  the  right.  Outline  specifications  are: 

Exterior  walls Brick  with  slag  block  back-up,  matching 

existing  junior  school 
Roof. Flat,  built-up,  20  year  over  gymnasium  area. 

Sloping  roof,  strip  asbestos  shingles 

Windows  Metal  matching  existing  structure 

Floors Gymnasium  and  stage,  maple.  Other  areas, 

vinyl  asbestos  over  concrete  slab  on  grade 
Interior  partitions  Slag  block  painted,  with  ceramic  tile  wainscot 

in  toilets  and  structural  glazed  wainscot 

in  Gymnasium 

Ceilings Combustible  acoustic  tile  in  office  area 

Mechanical Heating,  electric  and  plumbing  as  standard 

to  the  structure 

ESTIMATED  PROJECT  COST 

Construction $175*000 
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DEPARTMENT  OF  CORRECTION 

LAUNDRY  BUILDING 

Maryland  House  of  Correction 
Jessups 

PROJECT  DESCRIPTION 

The  project  provides  a  one-story  brick  building  with  l8,U0lt  gross 
square  feet  of  laundry  area  and  3,95>9  gross  square  feet  of  basement 
floor,  all  enclosed  by  a  security  fence,  and  a  security  fence 
enclosed  walkway  to  the  Main  Building.  The  building  will  provide 
space  for  sufficient  laundry  equipment  and  work  space  to  process 
approximately  nine  million  pounds  of  laundry  per  year. 

PRELIMINARY  PLANS  AND  OUTLINE  SPECIFICATIONS 

Plans  are  shown  at  right.  Outline  specifications  are: 

Exterior  walls Brick  veneer  with  reinforced  concrete  back-up  for 

security  purposes 

Roof 20-year  flat,  built-up  roof 

Windows  Metal  -  security  type 

Floors Reinforced  concrete  -  dust  proof  exposed  concrete 

with  proper  pitch  and  drains  for  laundry 

installation 

Interior  partitions  Slag  block 

Ceilings Exposed  concrete,  painted 

Mechanical .  Standard  plumbing;  laundry  equipment  ventilation; 

standard  electric  fixtures 


ESTIKiATED  PROJECT  COST 

Construction  $505,800 

Site  improvements 50,700 

Equioment 270,000 

Total $826,500 
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MARYLAND  SCHOOL  FOR  TEE  DEAF 

ADMINISTRATION  BUILDING 

Maryland  School  for  the  Deaf 
Frederick 

PROJECT  DESCRIPTION 

The  project  consists  of  a  one-story  brick  building  providing  3136 
gross  square  feet  of  office  and  administrative  work  space.  The 
building  will  provide  sufficient  space  for  all  administrative 
functions  to  replace  the  space  now  used  in  the  old  Main  Building 
which  will  be  razed.  The  project  will  also  provide  for  develop- 
ment of  approximately  lg-  acres  of  campus. 

PRELIMINARY  PLANS  AND  OUTLINE  SPECIFICATIONS 

Plans  are  shown  at  right.  Outline  specifications  are: 

Exterior  walls.  .......  Brick  veneer  with  slag  block  back-up 

Roof Slate  shingle  on  wood  framing 

Windows  . *  Wood  double-hung,  colonial  type 

Floors Concrete  slab  on  grade  with  vinyl  asbestos  tile 

finish  except  in  toilet  rooms  which  will  have 

ceramic  tile  finish 
Interior  partitions  Slag  block,  plastered  in  Superintendent's  office, 

Board  room,  secretary's  office  and  reception 

area 

Ceilings Incombustible  acoustic  tile 

Mechanical Normal  baseboard  heating;  standard  electrical 

office  fixtures;  standard  plumbing  and  fixtures 

ESTIMATED  PROJECT  COST 

Construction  $  92,000 

Site  improvements  and  campus  development  50,000 

Equipment U,200 

Total .  $11*6,200 
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STATE  COLLEGES 

SCIENCE  AND  CLASSROOM  BUILDING 
Bowie  State  College 
Bowie 

PROJECT  DESCRIPTION 

Advancements  made  in  all  phases  of  science  make  it  necessary  for 
institutions  training  teachers  to  expand  their  courses  in  science 
in  order  to  properly  prepare  future  teachers.  Science  teaching 
facilities  at  Bowie  State  College  are  so  limited  as  to  preclude 
expansion.  Further,  additional  classroom  and  fine  arts  space  is 
needed  to  accommodate  increasing  enrollment  and  additional  course 
offerings.  This  project  will  provide  a  two-story  brick  building 
with  full  basement  containing  \\1 ,2$Q   gross  square  feet  of  floor 
space  for  additional  science  teaching  facilities  and  classrooms. 

PRELIMINARY  PLANS  AND  OUTLINE  SPECIFICATIONS 

Plans  are  shown  at  the  right.  Outline  specifications  ares 

Exterior  walls Brick  veneer  with  slag  block  back-up 

Roof Generally,  flat  built-up,  20  year  roofing 

Windows Wood,  double  hung 

Floors Reinforced  concrete  with  vinyl  asbestos  tile 

finish  generally;  toilet  rooms  -  ceramic  tile 
Interior  partitions  Slag  block,  painted  except  in  toilet  rooms  and 

special  areas  where  ceramic  tile  is  used 

Ceilings.  ....  Generally,  incombustible  acoustic  tile 

Mechanical Heating,  electric  and  plumbing  -  standard  in 

classroom  areas  with  special  ventilation  and 

air  conditioning  in  critical  areas  as  required 

for  specific  purposes 

ESTIMATED  PROJECT  COST 

Construction $1,002,500 

Site  improvements 1|U,300 

Total $l,0U6,a00 
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STATE  COLLEGES 

NEW  GYMNASIUM  BUILDING 

Tows on  State  College 
Tows on 

PROJECT  DESCRIPTION 

The  present  gymnasium  at  Towson  State  College  is  adequate  to 
accommodate  only  approximately  1200  students  and  still  permit 
carrying  out  a  good  physical  education  program.  The  College 
presently  has  an  enrollment  of  better  than  2000  full-time 
students.  An  enrollment  of  6000  students  is  projected  for  ten 
years  hence.  This  project  will  provide  a  brick  gymnasium 
building  containing  92, l8£  gross  sq.  ft.  of  floor  space  for  a 
gymnasium  proper,  special  exercise  and  game  rooms,  classrooms, 
offices,  locker  rooms,  swimming  pool,  and  storage  space  for 
equipment. 

PRELIMINARY  PLANS  AND  OUTLINE  SPECIFICATIONS 

Plans  are  shown  at  the  right.  Outline  specifications  are: 

Exterior  walls Generally  brick  with  slag  block  back-up 

Roof '.  .  .  Flat,  built  up,  20-year  roofing 

Windows Metal  .generally,  awning  type 

Floors Reinforced  concrete  with  vinyl  asbestos  finish 

except  in  gymnasium  and  pool  areas;  toilet 
rooms,  ceramic  tile;  pool  area,  tile;  gym- 
nasium and  specialized  exercise  and  miscel- 
laneous rooms,  maple 

Interior  partitions  Slag  block  painted;  toilet  areas,  ceramic  tile; 

gymnasium-pool  area  and  other  specialized 
areas,  structural  glazed  wainscots  as  required 

Ceilings Incombustible  acoustic  tile  in  office  area; 

pool,  gymnasium  and  other  specialized  areas 
to  be  generally  concrete  with  acoustic  treat- 
ment in  -some  areas 

Mechanical Standard  heating,  electric  and  plumbing  for 

the  type  structure  with  specialized  exhaust 
system  for  gymnasium  and  specialized  exercise 
areas 

ESTIMATED  PROJECT  COST 

Construction  $1,500,000 
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UNIVERSITY  OF  MARYLAND 

ADDITION  TO  PHYSICS  BUILDING  CYCLOTRON  STRUCTURE 
University  of  Maryland 
College  Park 

PROJECT  DESCRIPTION 

Basic  housing  for  the  cyclotron  unit  and  fundamental  teaching  and 
research  laboratories  has  been  provided.  This  project  will  provide 
an  additional  37,270  gross  square  feet  which  is  necessary  to  realize 
the  full  research  potential  of  the  cyclotron  unit  and  associated 
physics  facilities.  The  square  footage  of  space  provided  in  this 
project  will  permit  installing  necessary  additional  laboratories, 
offices  and  complete  control  area  facilities.  Architecture  for 
this  project  is  designed  to  confine  radiation  and  blend  with  the 
existing  Physics  Building  and  basic  cyclotron  structure. 

PRELIMINARY  PLANS  AND  OUTLINE  SPECIFICATIONS 

Plans  are  shown  at  the  right.  Outline  specifications  are: 

Exterior  walls Brick  faced  with  concrete,  reinforced,  or 

slag  block  as  required  in  the  particular 
areas.  Some  portions  of  the  lower  walls 
are  extremely  thick  reinforced  concrete 
for  confinement  of  radiation.  The 
unusual  character  of  this  building  re- 
quires special  walls  in  certain  areas  of 
the  structure 

Roof Reinforced  concrete,  flat  built  up,  20-years 

Windows  To  match  those  in  existing  structure 

Floors.  ...  Generally  reinforced  concrete  with  asphalt 

or  ceramic  tile  finish  as  appropriate  to 
particular  areas 

Interior  partitions  Generally  slag  block  painted 

Special  finishes As  appropriate  to  specific  areas ;   toilet 

rooms,  ceramic  tile 

Ceilings Incombustible  acoustic  tile,  or  concrete 

exposed  as  appropriate  to  the  area 

Mechanical All  non-specialized  areas  to  have  standard 

heating,  electric  and  plumbing.  Certain 
areas  require  highly  specialized  equipment, 
ventilation,  etc. 

ESTIMATED  PROJECT  COST 

Construction $960,000 
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UNIVERSITY  OF  MARYLAND 

NEW  OUTPATIENT  BUILDING 

University  of  Maryland 
Baltimore 

PROJECT  DESCRIPTION 

Primarily,  this  project  is  required  to  meet  the  additional  clinical 
needs  resulting  from  increasing  the  number  of  students  accepted 
each  year  in  the  medical  school  from  100  to  128  and  to  replace  the 
present  outpatient  building  which  dates  to  1823  and  structurally  is 
in  very  poor  condition.  The  building  will  be  an  8-story  brick  build- 
ing with  two  levels  of  basement  and  will  be  connected  to  University 
Hospital.  It  is  designed  to  be  expanded  laterally  and  also  to  be 
expanded  to  13  stories  and  a  penthouse  at  a  later  date(s).   It 
will  provide  193,000  gross  square  feet  for  expanded  clinical  facil- 
ities and  30  bed  patients  initially,  117  bed  patients  when  expanded 
to  13  stories,  and  will  permit  treating  a  greater  number  of  out- 
patients. State  funds  will  be  supplemented  by  not  less  than 
$1,000,000  in  federal  funds. 

PRELIMINARY  PLANS  AND  OUTLINE  SPECIFICATIONS 

Plans  are  shown  at  the  right.  Outline  specifications  are: 

Exterior  walls Brick,  to  match  University  Hospital,  with 

slag  block  back-up 

Roof Flat,  built  up,  twenty  years 

Windows  Metal  to  match  University  Hospital 

Floor  construction Reinforced  concrete 

Interior  partitions  Slag  block 

Interior  finish  All  areas  in  general  are  plastered,  in  whole 

or  in  part,  in  patient,  operating  and 
office  areas j  operating  rooms,  toilet 
facilities,  laboratories,  etc.,  are  gen- 
erally ceramic  tilej  operating  room  floor, 
grounded  for  static  protection.  Floors 
generally  vinyl  asbestos  in  patient  areas 
and  terrazzo  in  corridors  and  other  appro- 
priate areas 

Ceilings Generally  acoustic,  except  where  painted 

plaster  is  particularly  required;  tile 
wainscots  are  provided  in  appropriate  areas 

Mechanical The  building,  in  general,  will  be  air- 
conditioned,  with  heating,  electric, 
plumbing  and  ventilation  as  normal  to 
general  hospitals  and  for  specialized 
purposes  of  specific  rooms 

ESTIMATED  PROJECT  COST 

Construction.  .  $5,U60,000 
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AMBULATORY  SERVICES 

BUI  LOINS 

UNIVERSITY   HOSPITAL 

BALTIMORE   I.MARYLAND 


WEST    BALTIMORE     STREET 


6 


REDWOOD  STREET 


SCHEME      I 
SECTION    A-A 


AMBULATORY  SERVICES 

UILDINS 
UNIVERSITY    HOSPITAL 
BALTIMORE  I.MARYLAND 


ADMITTING 


PRIVATE      AAABUUATORY      SERVICE 


FIRST   FLOOR    PLAN 


(■;.--.-    'II'    eil»    3tTW 


WEST     BALTIMORE     STREET 
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FOURTH  FLOOR  PLAN 


OTOLARYNGOLOGY 


THIRD  FLOOR  PLAN 
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AMBULATORY  SERVICES 

BUILDING 

UNIVERSITY    HOSPITAL 

BALTIMORE  I,  MARYLAND 


DEPT  °*  OPTHALMOLOGY 
OFFICES 


SIXTH    FLOOR   PLAN 


SCHEME      I 
SECTION      A-  A 


AMBULATORY   SERVICES 

BUILDING 
UNIVERSITY   HOSPITAL 
BALTIMORE   I,  MARYLAND 
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SE/VU-PRIVATE     INPATIENT     UNITS 

SEVENTH    FLOOR   PLAN 
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AMBULATORY  SERVICES 

BUILDING 

UNIVERSITY   HOSPITAL 

BALTIMORE  I.MARYLAND 


